N&W 


GLOBAL VENDING 


TECHNICAL INFORMATION 


TTENBORG 


TYPE NO 


7600 machines 


TYPE 


See below 


T.I. -NO 
7600 2005-02 


SERIAL NUMBERS 
AFFECTED 


From serial number 563398 


ISSUED BY Documentation/ 
Wittenborg Odense 


SUBJECT 


New hose length 


ISSUED FOR (X): 


Action 


Information 

X 


MACHINES AFFECTED 


Basic Machine Number 

90760016 

FB 

90760017 

FB 

90760018 

FB 

90760021 

FB 

90760022 

FB 

90760023 

FB 

90760024 

FB 

90760025 

FB 

90760026 

FB 

90760030 

FB 

90760032 

FB 

90763007 

ES 


COMPONENTS CONCERNED 
39470705 Hose 0l2 Blue 


MODIFICATION 

• In all 7600 machines from serial number 563398, which have fitted with a 4 1 
chocolate canister in the rightmost position, the length of the corresponding dis- 
pensing hose has been extended by 10 mm - from 440 mm into 450 mm. 


RECOMMENDED ACTION 

• As to all 7600 machines prior to serial number 563398 with a 4 1 chocolate canis- 
ter in the rightmost position, it is recommended to fit a hose of 450 mm to always 
ensure the proper hose length. 


Page 1 of 1 


